To:  Jones,  EnestafJones. Enesta@epa.gov] 

From:  Jones,  Enesta 

Sent:  Mon  8/1 7/2015  1 :47:43  PM 

Subject:  Fwd:  GKM:  advise  for  today 


Enesta  Jones 

U.S.  EPA,  Office  of  Media  Relations 
Desk:  202.564.7873 
Cell:  202.236.2426 

Begin  forwarded  message: 


From:  "Jones,  Enesta"  <Jones.Enesta@epa.gov> 

Date:  August  15,  2015  at  8:43:38  AM  EDT 
To:  "Purchia,  Liz"  <Purchia.Liz@,epa.gov> 

Cc:  "Jones,  Enesta"  <Jones.Enesta@epa.gov> 

Subject:  GKM:  advise  for  today 


Liz,  this  is  what  I am  issuing  at  10  a.m.  EDT  today.  Also  issuing 
the  one  tomorrow. 

CONTACT: 

press@ena.gov 

(970)  812-3351 

FOR  IMMEDIATE  RELEASE 

August  15,  2015 


3 PM  MTN:  EPA  Daily  Media  Call  on  Gold  King  Mine  Response 

COLORADO,  DALLAS,  SAN  FRANCISCO  - EPA  is  providing  a daily  update  for 
members  of  the  media  via  conference  call  on  the  Gold  King  Mine  response  efforts.  EPA  is 
working  closely  with  first  responders  and  local  and  state  officials  in  Colorado,  New 
Mexico,  Utah,  Southern  Ute  Tribe  and  Navajo  Nation  to  monitor  water  contaminated  by  the 
spill.  The  agency  has  activated  its  Emergency  Operations  System  to  ensure  coordination 
among  regions,  laboratories  and  national  program  offices  in  Washington,  DC. 

WHO:  EPA  Officials  from  Regions  6,  8,  and  9 (varies  by  date) 

WHEN:  August  15,  3 PM  (Mountain,  MT) 
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ED  000552E  00010847-00001 


WHERE:  Conference  Dial-in  Number: 


Nonresponsive  Conference  Code 


Conference  Identification: 


Konresponsive  Conleienc?  Code  Cold  King  MillC  RdeaSe  ~ EPA  Media  UpdatC 


R210 


Enesta  Jones 

U.S.  EPA,  Office  of  Media  Relations 
Desk:  202.564.7873 
Cell:  202.236.2426 
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